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ACCOUNTS, 

RELATING TO THE REVENUES OF IRELAND:— VIZ. 



Ak account shewing the Amount of the ORDINARY RE\ ENUE of Ireland, paid, 
into the Exchequer of Ireland; for Ten years, ending 5ih January 1811; fpecifying each year. 



IN the YEAR ending 5 January 1802 
_ _ 1803 





;C.2,431,S76. 11- 2i- 
3,340,697. 18. 1. 
2,862,123. 15. H' 
3,330,803. 10. 11-L 
3,409,492. — 6. 

3,865,678. 1. H. 
4,459,393. 8. II. 
4.613,363. 9. H- 

4,330,476. 18. si- 

3,658,985. — 8. 



2 . 

Ay ACCOUNT fliewing the Total Actual EXPENDITURE of Ireland; for Ten Years, 
ending 5th January 1811; fpecifying.each yq^r. 



IN the YEAR ending 5th January 1802 

„ __ _ 1803 

_ __ _ — ' — 1804 

_ _ — — — 1805 

_ — — — 1806 

_ — — 1807 

^ — 1808 

_ _ _ — — I8O9 

^ — 1810 

— — 1811 



£.7,470,806. 2. 6f. 

6,375,548. 14. 9i- 
6,571,795. 15. — 
7,935,713. 14. Sf. 



7,787,973. 6. 8i. 
8,061,426. 8. 2L 
8,341,971. 1. 5|. 
8,373,527. 2. 1I|. 

9,153,996. 12 . 61 

10,076,475. 2. 8. 



3- 

As ACCOUNT of the PUBLIC FUNDED and UNFUNDED DEBT of Ireland, 
on the 1ft January 1801; with the Annual Charge thereon. 

Amount of FUNDED and UNFUNDED DEBT, on Ift January 1801 - j £.31,950,656. 13. 4. 

_ _ Annual CH.ARGE on Ditto 1,696,437. 17. 9- 



4- 

A» ACCOUNT of the PUBLIC FUNDED and UNFUNDED DEBT of Ireland, 
on the 1ft January 1811 ; with the Annual Charge thereon. 

Amount ofthe FUNDED and UNFUNDED DEBT, on 1ft January 1811 -I £.89,843,054. 15. 

_ — Annual CHARGE on Ditto 4,279,027- 3. 2. 



Auditor Gen * Office, 7 liodcn, 

14lh March 1811. ) Aud» Gen'. 
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